To:  Lee,  Monica[Lee. Monica@epa.gov] 

From:  Harrison,  Melissa 

Sent:  Wed  8/1 2/2015  4:33:52  AM 

Subject:  Fwd:  New  York  Times  — Folo  up  to  Gold  King  mine  call 

Claims  info  response. 

Melissa  Harrison 
Press  Secretary 
EPA 

Office:  (202)  564-8421 
Mobile:  (202)  697-0208 

Harrlson.Melissa@epa.gov 


Begin  forwarded  message: 


From:  "Turkewitz,  Julie"  <julie@ny times. com> 

Date:  August  11,  2015  at  3:35:00  PM  MDT 

To:  "Harrison,  Melissa"  <hanison.melissa@epa.gov> 

Subject:  New  York  Times  — Folo  up  to  Gold  King  mine  call 


Melissa,  thanks  so  much  for  organizing  that.  And  for  asking  folks  to  spell  their  names.  Very 
helpful. 

You  mentioned  you'd  look  into  the  number  of  claims  filed,  will  you  send  that  here  once  you 
have  it? 

Also,  I had  asked  on  the  telephone  if  your  colleagues  believe  the  spill  could  be  larger  than  3 
million  gallons,  since  the  water  continues  to  spill  out.  Is  it  possible  that  total  spill  will  be 
more  than  3 million  gallons? 

Me:  301  928  5072.  Thanks  so  much. 

Julie 


Julie  Turkewitz 


Denver  Bureau 
301  928  5072 
@julieturkewitz 
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